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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live'' 
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FOREWORD 

This Indian Standard was adopted by the Bureau of Indian Standards on 26 February 1990, after 
the draft f nalized by the Jute Mill Machinery/ Accessories and Spare Parts Sectional Committee 
had been approved by the Textile Division Council. 

This Standard has been formulated to provide guidance to the manufacturers of bobbin rail for 
use in Jute Spinning frame. This would ensure the manufacture of bobbin rail of acceptable 
quality leading to the improvement in eflBciency and productivity of jute spinning frames. 

For the purpose of deciding whether a particular requirement of this standard is complied with^ 
the final value, observed or calculated, expressing the result of a test or analysis, shall be rounded 
off in accordance with IS 2 : 1960 'Rules for rounding oflF numerical values ( revised ). The number 
of significant places retained in the rounded off value should be same as that of the specified value 
in this standard. 
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BOBBIN RAIL FOR JUTE SPINNING 
FRAMES — SPECIFICATION 



1 SCOPE 

1.1 This Indian Standard specifies requirements 
for bobbin rail for jute spinning frame. 

2 REFERENCES 

2.1 The following Indian Standards are neces- 
sary adjuncts to this standard: 

IS No. Title 

210 : 1978 Specification for grey iron 

castings ( third revision ) 

1500 : 1983 Method for Brinell hardness 

test for metallic materials 
( second revision ) 

2500 Sampling inspection tables: 

( Part 1 ) : 1973 Part 1 Inspection by attri- 
butes and by count of defects 
( first revision ) 

3 MANUFACTURE 

3.1 Material 

The bobbin rail shall be 
cast iron conforming to 
IS 210 : 1978. 

4 REQUIREMENTS 
4.1 Dimensions 

The dimensions of the bobbin rail shall be as 
agreed to between the manufacturer and the 
purchaser or, in the absence of any agreement, 
the nominal dimensions shall be as declared by 
the manufacturer. 

4.1.1 Tolerances 

The nominal dimensions of the bobbin rail ( see 

Fig. 1 ) shall be subject to the following 

tolerences. 



manufactured from 
grade FG 220 of 



Din'ensions 
T>'mD 

Dia Di 



Tolerance ( in mm ) 

+0*25 
-000 
+0*04 
-O'OO 



Di 


±013 


Ds 


±013 


Di 


+0-25 




-000 


Over all length 


+000 




-0-25 


Distance between the pin 




centres 


+0-00 




-0-25 



4.2 Hardness 

The bobbin rail shall have Brinell hardness bet- 
ween 180 to 220, HB. 

4.2.1 Brinell hardness shall be determined 
according to the method given in IS 1500 : 1983. 

4.3 Workmansliip and Finish 

The top surface of the bobbin rail and the bobbin 
holes shall be smooth and free from cracks, 
burrs, laminations, sharp and rough edges, deep 
tool marks, pitting marks and other surface 
defects. 

5 MARKING 

5.1 Each bobbin rail shall be legibly marked 
with the indication of the source of manu- 
facture. 

5.1.1 The bobbin rail may also be marked with 
the standard mark. 

6 PACKING 

6.1 The bobbin rail shall be packed to ensure 
complete protection from rust. 

7 SAMPLING AND CRITERIA FOR 
CONFORMITY 

7.1 To ascertain the conformity of the bobbin 
rail for jute spinning frame to the requirements 
of this specification, single sampling plan with 
Inspection Level I and Acceptance Quality Level 
( AL ) of r5 percent given in Tables 1 and 2 
of IS 2500 ( Part 1 ) : 1973 shall be followed, 
unless otherwise agreed to between the pur- 
chaser and the manufacturer. 
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All dimensions in millimetres. 
Fig. 1 Bobbin Rail for Use in Spinning Frame 



Standard Mark 

The use of the Standard Mark is governed by the provisions of the Bureau of the Indian 
Standards^ AcU 1986 and the Rules and Regulations made thereunder. The Standard Mark on 
products covered by an Indian Standard conveys the assurance that they have been produced 
to comply with the requirements of that standard under a well defined system of inspection, 
testing and quality control which is devised and supervised by BIS and operated by the pro- 
ducer. Standard marked products are also continuously checked by BIS for conformity to 
that standard as a further safeguard. Details of conditions under which a licence for the use 
of the Standard Mark may be granted to manufacturers or producers may be obtained from 
the Bureau of Indian Standards* 



Borean of Indian Standards 

BIS is a statutory institution established under the Bureau of Indian Standards Acu 1986 to 
promote harmonious development of the activities of standardization, marking and quality 
certification of goods and attending to connected matters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced in 
any form without the prior permission in writing of BIS. This does not preclude the free use, in 
the course of implementing the standard, of necessary details, such as symbols and sizes, type or 
grade designations. Enquiries relating to copyright be addressed to the Director ( Publications ), BIS« 

Revision of Indian Standards 

Indian Standards are reviewed periodically and revised, when necessary and amendments, if any, 
are issued from time to time. Users of Indian Standards should ascertain that they are in possession 
of the latest amendments or edition. Comments on this Indian Standard may be sent to BIS 
giving the following reference: 

Doc:No. TXD 11 (2551 ) 

Amendments Issued Since Publication 

Amend No. Date of Issue Text Affected 
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